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May 3, 1963 

P. 0. Box 2605 
Buffalo 26, New York S 

SUBJECT. Cost Proposal for Additional Equipment 

Letter Contract No. EC-1905, dated 1 April 1963 

REP. Meeting at your office — 15 March 1963 


r ' 


copy / of 2/' 


Dear Joe: 


The cost proposal for providing the additional 
cussed at the referenced meeting is as follows: • 


equipment 


dis- 


(4) - Portable Ventilators, DN 510 00-1 

$ 2 , 096.63 EACH $ 8 , 386.52 
(4) - Portable 0 2 Kits, DN 511 00-1 


1,491.92 EACH 

(3) - Portable Leak Tester, DN 707 00-1 


5,967.68 


1,851.55 EACH 

(3) - Portable Suit Test Kit, DN 712 00-1 

687.69 EACH 

Refurbish Ready Room facilities for two (2) 
additional seats and associated equipment - 
Includes suit maintenance equipment for 
operational group. 20 , 140.52 


5,554.65 


2,063.07 


20,140.52 
$42, 112.44 


Work on these items is already in progress from earlier verbal 
go-aheads. Costs are being collected, however, against the new 
contract on our ’.in-house' work order 0220X. The details of this 
proposal have already been audited by 


25X1 A 


P 


25X1 A 


Very truly yours 
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